CHARLES    II
so fled to the country, with the exception of the King himself, who insisted on remaining in the stricken city. However, this disaster 'was counterbalanced in 1666 by the great fire which swept away most of mediaeval London with commendable thoroughness and provided Sir Christopher Wren, the greatest of architects, with a splendid opportunity for supplying the country with a worthy and dignified capital; an opportunity, alas, of which the parsimony of Parliament prevented him from making the fullest use.
The Dutch War was brought to an ignominious conclusion in 1667, and the disasters for which it had proved notable provided Parliament with the longed-for chance of getting rid of Clarendon. His place was filled by a clique of five noblemen, generally referred to as the Cabal. Charles viewed the change with equanimity as not only were they all his personal friends and well disposed towards a French alliance, but two of them were also avowed Papists and Charles was gradually tending more and more in the direction of Rome. By a secret treaty signed in 1670, the King bound himself, in return for a handsome subsidy, to assist his cousin Louis XIV in his ambitious designs on Holland, and the next year war broke out once more. In consequence of the unpopularity of this campaign and the outcry aroused by the Declaration of Indulgence, Charles was forced to dismiss his ministers and appoint in their place Lord Danby, a staunch Churchman* However, five years later, this nobleman's praiseworthy orthodoxy did not save him from impeachment when the part which he
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